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items eoulé be converted iate eyeten prucurenent ef efx MIBAL systems. 


&. Preliminary icforsation has acv bees received fron 
: Coutracters aad fe indicative ef the following: 


the 
& IK ~ Coatractor states that ouly a few items of grocute- 
Ps ment enc be stopped and at the seme tine muintain protectica of 
sehe@ule. And say teruination of procuremeat eetivity threatens dis- 
ruption of the downstream schetule. Under these conditions, they stete, 
the decision date ta coavert long lead tive itena is alresiy past. AR 


2 ». GE - Contractor nes verbally tadtested the decision date =, 
. to enavert loazg lead tine itess is 1 Maret 1962. = 


q @. LMSC ~ Contractar tes vervally indicated that decisica *, me 
7 date 10 15 Marek 1962. é wee 


a za view of the fareaiiag 44 18 tspetative vost tn exter to Ewes 
protect the original schedule a go-ahead on eonpletiag the aix MURAL a? eee 
systexs ip necessary now. However, {f 14 is desireé only to protest 
@ schedule of Ciizsts et auch later dates a delay in the go-ahead wuld 

be apprugriate. However, the disruptica vould surely result 1a awe ; 





2 . Declassified and Released by the N RG 


— 4 ~ In Accordance with NOV 2697 ete ; 


i By. OP 
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